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Copy Service on Cables for RQli/oiS 


Far Cnii aril x .,. 8 ? 1 . C ° Pie ? ofcable8 are maintained on Fora 532 -Request 
f>L C ^/nTQ° Ser yice which reflect the day on which the request is received 
? en th ? Uie muest was completed. In all cases, 
xtKjaests for copies of cables are completed the day they are received unles s 

»»l«d tu CIA. In thl* out, th. cMa mat b. n ,u«Ud 
rrom the appropriate Department or Agency and several days may elapse before 
the cable is received by the Cablet enter. ^ 

„„ <•> .+ ?* of re< l utBta for copies of cables, the thermofax 

as P a request^ Rfiquested ^ is therefore easily identified 


ia marked R °°“ 2709 " L " Bld ** 30(1 the •aslope 

is marked -Deliver Direct". Times of despatch from the Cable Center are* 


0830 

1115 

1515 


Reoueets rLi^a 0830 ** 1135 ^ are «“* 3t W. 

Requeeta receivad from 1U5 to 1515 are sent out at 1515. Requests received 

f e3t ^ on the 0830 delivery the following rooming unless 
otherwise directed by RQH/OIS. 
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